From: dmclaurin@outdrs.net [dmclaurin@outdrs.net] 

Sent: 1/24/2018 3:53:42 PM 

To: Tarr, Jeremy M [/o=ExchangeLabs/ou=Exchange Administrative Group 

(FYDIBOHF23SPDLT)/cn=Recipients/cn=98859532088e4437968231eb6fef6b70-jmtarrl] 
Subject: [External] Donovan McLaurin / ACP 


CAUTION: External email. Do not click links or open attachments unless verified. Send all suspicious 
email as an attachment to report.spam@nc.gov. 


Good Afternoon, 

I would like to call to your attention the "hair-pin" crossing of Devane Creek on Swamp Road in 
Cumberland County. It has 

come to my attention that this crossing over and back again with in about 600 ft is to discharge 
condensation from the ACP 

into the creek. This location on Devane Creek is about 2,000 ft from the Cape Fear River. 

Your attention to this matter is appreciated, 

Donovan McLaurin 
(910) 850-1800 



